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College Yard Gate Queen's Lane Library Gate Queen's Lane Welcome to The Queen's College 
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A Porter is always on duty in the Lodge. 
This main entrance is locked between 
21.00 and 7.00 but the Porter can 

be summoned by an external bell or by 
calling 01865 279120. Visitors can be 
given entry codes to use the two 
accessible entrances 24 hours a day. 
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Emergencies 


Visitors should let the Lodge Porter 
know if extra assistance is required 
in the event of an emergency. 
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High Street Gate Beer Cellar Gate Main Entrance (Porters’ Lodge) High Street 





